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PAGE 01 TEHRAN 07120 I0I258Z 
ACTION NEA- 10 

INFO OCT-OI ISO-00 AID-05 CIAE-00 DODE-00 EB-08 HEW-06 
INR-07 PRS-01 PA-02 SCS-05 USIA-I5 DHA-02 /062 W 

06991 1 102I28Z/75 

R 1011I4Z AUG77 
FM AMEMBASSY TEHRAN 
TO SECSTATE WASHDC 4008 

UNCLAS TEHRAN 7120 

E.O. 11652: N/A 

TAGS: SWEL, WAV, IR 

SUBJECT: IRANIAN EARTHQUAKE 

THE GEOPHYSICS DEPARTMENT OE TEHRAN UNIVERSITY REPORTS THAT 
THERE WAS AN EARTHQUAKE MEASURING 5.2 ON THE RICHTER SCALE 
AT 2:15 A.M., AUGUST 10, CENTERED 900 KILOMETERS NORTHEAST 
OF TEHRAN IN THE PROVINCE OF KHORASAN. PLICE IN MASHAD, 

THE CAPITAL OF KHORASAN, REPORTED THAT THEY HAD NO INFOR- 
MATION REGARDING INJURIES OR DEATHS, AND HAD NOT YET 
MADE AN ASSESSMENT OF THE DAMAGE. 
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